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SUBJECT: RADIOISOTOPE POWER GENERATOR AT ELEUTHERA 
REF: NASSAU 1293 

1. IN RESPONSE TO REFTEL, EMBASSY MAY ADVISE GCOB THAT IN 
THE UNLIKELY EVENT OF A FUEL CAPSULE RUPTURE THE SENTINEL 
100F RADIOISOTOPE POWER GENERATOR (INCLUDING RADIOACTIVE 
MATERIAL) WILL BE REMOVED FROM ELEUTHERA AND RETURNED TO 
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LITERATURE REQUESTED BY GCOB IS BEING POUCHED TO EMBASSY. 
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